ENGINEERING CAREER EXPO 



is hereby awarded the CERTIFICATE OF ACHIEVEMENT for the successful 

completion of INTRODUCTION TO PYTHON training 

on AUGUST 17 th 2019 



Dr. L.O. Osoba 

Sub Dean, 

Faculty Of Enginering 
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Adebolu Mayowa 

Chairman, 

Engineering Career Expo 









